1978 PLANS 

PROJECT TITLE: BRAND DEVELOPMENT 

CHARGE CODE: 4010 


PROGRAMS : 

I. NEW CIGARETTE PRODUCTS 

A. 100 mm Marlboro Lights 



- National Distribution 

1st 

Quarter, 

1978 

B. 

10 mg Slims Lights 
- thru National POL 

1st 

Quarter, 

1978 

C. 

8 and 12 mg Menthol 85's 
- National Testing 

2nd 

Quarter, 

19 78 

D. 

Marlboro Lights 85 and 100 

Menthol 

4 th 

Quarter, 

1978 

BRAND MODIFICATIONS 

A. Marlboro 85 Tar Reductions 

- 14 mg candidate, thru 

National POL 

1st 

Quarter, 

1978 


- 12 mg candidate, thru 

National POL 

1st 

Quarter, 

1978 

B. 

Merit Menthol Modifications 
- 85 mm candidate, thru 

National POL 

1st 

Quarter, 

1978 


- 100 mm candidate, thru 

National POL 

1st 

Quarter, 

1978 

C. 

Virginia Slims Tar Reductions 

14 mg candidate. National 
testing 

2nd 

Quarter, 

1978 


- 10 mg candidate. National 
testing 

2nd 

Quarter, 

19 7 8 

D. 

14 mg Marlboro 100’s - . - . ...' 

4 th 

Quarter, 

1978 

E. 

14 mg B&H 100's 

4 th 

Quarter, 

1978 

F. 

1 mg B&H Deluxe Filter Modification 
(replacement of Filtrona with Reg. 
acetate) thru National POL 

ts 

1st 

Quarter, 

1978 


Source: https://www.industrydocuments.ucsf.edu/docs/jnlkOOOO 
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G. 


3rd Quarter, 1978 


Low Tar and CO Multifilter 
- National testing 


1st Quarter, 1978 

III. COMPONENT INVESTIGATIONS 


A. 

Alternate Carbons 

1. Haycarb coconut shell 
- initiate test market 

s/ -• 

Continuous 

1st Quarter, 

1978 

’.• * r. 

i .. ! 

’ ; » .• /:'• ‘ [ 


2. 

- • 

KOWA American 
- National testing 

2ndi Quarter, 

1978 

- \ : i; •; 

.- •/ 

.• V. ' 1 

• ■; •’ 1 r 

B. 

Filters 

Continuous 



1 . 

Filtrona Wrapless (NWA) 

- National testing 

2nd Quarter, 

1978 



2. 

P.M. Wrapless 

See ^ below 


• i 

C. 

Tippings 

Continuous 




1 . 

Benkert EP on Alpine 
- Monitor dilution 

1st Half, 1978 



2. 

P.M. EP Tipping 
- Assist in development 

Continuous 


* i;| 


3. P.M. Mechanically Perforated 

- Assist in development 

D. Cigarette Papers 

1. Wattens with Esparto 

- National testing 

2. Ecusta High Citrate 

- thru VP 

3. Electrically Perforated 

- National testing 

E. Porous Combining Wraps 

1. Ecusta Porowraps 

- Factory trial 


As soon as filter producing technology is complete 

Source: https://www.industrydocuments.ucsf.edu/docs/jnlkOOOO 


Continuous 

Continuous 

1st Quarter, 1978 

1st Quarter, 1978 

1st Quarter, 1978 
Continuous 

1st Quarter, 1978 


H. "Firm CA" Marlboro Lights 

- Monitor test market 
"Firm CA" alternate 

- National testing 


1003376610 



2. Schweitzer 592 & 612 equivalent 

- Factory trial 1st Quarter, 

IV. SPECIAL INVESTIGATIONS 

1 . H ^ ' 

A. Factors affecting cigarette 

dilution uniformity 2 2nd Quarter, 

B. Effect of ET and high citrate 

papers on smoke delivery 1st Quarter, 


C. Dilution/RTD ratio studies 

D. Menthol :v 

V. INSTRUMENTS ' T 


3rd Quarter, 
Continuous 


A. Digital Dilution Instrument (DDI) 

1. MFG Center on line 

2. Stockton St. MFG on line 

3. Louisville MFG on line 


1st Quarter, 
1st Quarter, 
1st Quarter, 


B. Digital Porosity Tester (DPT) 

1. Development on line 1st Quarter, 

2. R&D Quality Control on line 2nd Quarter, 

3. MFG Quality Control on line 4th Quarter, 



Alternate Dilution Measuring Head 
- prototype 1st Quarter, 


VI. COST SAVINGS 


Continuous 


VII. M9?R0PR0CESS0RS 


Add additional processor to handle 
Digital Balance and Laser Circum¬ 
ference Instrument 1st Quarter, 

t 

VII. PUBLICATIONS 


A. 

Cigarette Technology Manual 
- (replacement for filter manual) 

4 th 

Quarter, 

B. 

PDI Paper 

2nd 

Quarter, 

C. 

DDI Technical Bulletin 

1st 

Quarter, 

D. 

DPT Technical Bulletin 

4 th 

Quarter, 


Joint study with Celanese Corporation 


Source: https://www.industrydocuments.ucsf.edu/docs/jnlkOOOO 


1978 

1978 

1978 

1978 


1978 

1978 

1978 


1978 

1978 

1978 

1978 


1978 

1978 

1978 

1978 

1978 
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